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Betsork voice [first few words missed; 
paraphrase: A forensic pathologist who spent two days 
eraalnlng materials oannected with] ..... the autopsy 
p e r f o rnod an President John 7. Kennedy concluded today 
that accused aaeeasl n Lee Harvey Oswald oould not have 
acted alone. 

The pathologist Is Dr. Cyril Vecht, coroner of 
Pennsylvania's Alleg ah sny County, Including the Pittsburg 
area. 

He aaya his mmsl nation of the autopsy mterlala 
including the recovered bullets, convinces that It 
was physically impossible for only one gunman to have 
murdered Kennedy. 

[End of item.] 


